F Note: 
ooooo0oo0o0000000000 


ooo0o0o000000000000 


All dimensions in mm 


All dimensions are approximate and for reference purposes only. 
The dimensions shown should not be used for producing 
production data 


The dimensions are subject to part and manufacturing tolerances 


Not all of the board components are shown. Please reference a 
physical board for representation of componentry 


Dimensions may be subject to change 
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